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*|6£N asrranr 

3 

^^#,5^ 2005 

<3TT5Tft Pc<Pi<4H|c(mT 1 Qftft cfr teteJW-10 % 5HWW3^7 TvR f^TSTTif TTPhl 3TF3TO "^37 3?f7 ^5nff cfft 

• * S3 » ( ' A 

fit f<HT^'d 16 fadWT, 2002 % SjfWPJT % 7F5j£te % % fifty W M£d % 9 3PTCT, 2004 

(i) "Pf rffrdfiSRI anfij+lNf ff fT3lc^Fift(iii) W 4M3frid ^PT (ii) ^ fafirffog ^ 

f^Tta'76 3T^R, 1992 3 3T^ltW atfift^eRT 3TT#fefrlalfo (Tr) %<J WT (i) if yfofWPFf afa SI WT^f 

■^cTH (ii)TJ^ (iii) PlMplftsM yid^if^cif^TTarefe^:— 


iiT 37«TSfT H^«Kl 3T%I 



3Rra^T0T Ijrzf WRFPf 


(7T) ■MKcfrxi Us»|4 T£f iflre 

79l<^ cuqi ) <smiT % irfrernpi'T % Pin I 

(*0 wto fete *n<tafH'4> 

■ifewi cPT4f<rra *f 0*cfoff 73t£ 

"Site <41^ ) 3TOH ^tA-<9lril 

% Ict^ I 


fcftft 3PT, f ^ 5 T < Wfe f NPreM- 10 aW?F 
"a^ter arete Putfl % arete 

ftretef nmt % fm wfsrjrci 

fa*n *i 4i $, %vm i* i 

arre, f^ srrc firing firiwr-io 

are=iT arete fiRft aifa^m % 

arete ^ fmrfi ^ 

terer w t, % lire ^ i 
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NATIONAL HOUSING BANK 
NOTIFICATION 

New Delhi, the 5th May, 2005 

In pursuance of regulations 10 of the National Housing Bank General Regulations, 1988 and. in supersession of the 
Notification dated 16th September, 2002 issued by the National Housing Bank in this behalf, the Board of Directors of the 
National Housing Bank at their meeting held on 9th August, 2004 has further authorised each of the officials mentioned in 
column (i) hereunder to execute jointly as indicated in column (iii), the powers specified in column (ii) and further resolved 
- that consequent to the above authorisation the notification published in the Gazette of India dated 16th October, 1992 be 
modified and for clause (c) the following be substituted in column (ii) and (iii) against the heading Managers and Deputy 
Managers in column (i), namely:— 


Official 

Powers 

Joint or separate exercise of powers 

0) 

.00 

(in) 

Managers & Dy. Managers 

(c) To operate on all accounts (existing Jointly with another who has been 
& to be opened) of the National Housing authorised to sign such instruments 

^~An- T>r±, 1 A 4^ 

uuujv yuut uiv/ ivv^vt rv ciiunv ui iiiuiu uuuvi ivvcuiouuiij x v j ViVnvu ivy 


and other banks 

above or under any notification 
issued thereunder. 


(d) To operate Subsidiary General 

Ledger Account with Reserve Bank of 
India, Public Debt office (existing and to 
be opened) 

Jointly with another who has been 
authorised to sign such instruments 
under Regulations 10 referred to 
above or under any notification 
issued thereunder. 


P. K. KAUL, General Manager 
[ADVT. /m/IV/155/2005-Exty.] 
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